Jackson Taravine 
17 Beach Road Lynn MA 01902 
Cellphone: 786-865-3586 

□ Phone: 5167257481 
□taravinej@yahoo.fr 

SUMMARY 

Experienced and talented telemetry technician studied in the management and Organization 
of cardiac care. 

Expertin the latest equipment for monitoring heart patterns and rhythms. 

Background in operating banks of monitors and ambulatory monitoring. 

Ability Summary 

3 years experience performing ECG In Depth knowledge of software associated with clerical 
tasks and maintaining record.High commitment to serving patients over the years. Good 
ethical conduct and integrity. 

Knowledge of operating medical cardiac equipment and telemetry packs. 

Capable monitoring reporting to necessary parties changes in cardiac arrhythmias. 

Skilled in the preparation and maintenance of centralized telemetry equipment. 

Experience with ECGs and Holter monitors Familiar with organization of patient care 

programming and management of staff 

members. 

Four languages( Spanish, French, Creole, English) 

Telemetry Technician 

03/02/2016-06/10/19 Jackson Memorial Hospital downtown 

Monitored cardiac electrocardiogram and cardiac screening 

Assessed ventricular and atrial rhythm QRS PR and QT interval and ectopic beats 

After identifying dysrhythmias initiated immediate preventive measures 

Reported concerns and changes to on-duty nurse 

Prepared documentation concerning cardiac arrests 

Set up and inspected equipment 

Collected and recorded telemetry data 

Secretary Unit 

01/02/2016 - 03/1/2016 Jackson South 

Take and make phone calls and provide necessary information 
Call Doctors office 

Doctor of Medicine 


04/2014 - 02/2015, Hospital de Anse a Pitre, Anse-a-pitre, Haiti I did everything in the clinic 
to help my patients. 



□ 

Doctor of Medicine, , 

03/2013 - 02/2014, Clinica de Los Martinez, Los Martinez, Dominican Republic 

I did everything in the clinic to help my patients, 

Education and Training □ 

Completion/lnstituto/Loca/Quali/Course of Study 

03/2016 / JMH /Miami, FL/Vocational 

Monitor Teck 

07/2015 Solidaridad Sin Fronteras, Inc. Mi, FL 
Vocational School 
Certificate Medical Assistant 

0 

10/2012 UTESA Santo Dominguo, Bachelor's Degree 
Doctor of Medicine 

07/2007 

Iterom Santo Dominguo, DO 
Vocational School 
Certificate Electricity 

05/2006 

Iterom Santo Domingo, DO Vocational School Certificate 
Tecnic in informatique 

□Occupational Licenses & Certificates 

Certification Title Issuing Organization Completion Date Expiration Date 
RMA 

Solidad Sin Fronteras 

10/2015 

10/2019 

House Physician licence 2017 

□ 



Detailed References 


□ 

Sherri Grant-Bentley 
Associate Nurse manager at JHS 
Sherri.grantbentley@jhs.org 
(305)-469-2491 

Belizario Noel, Pasteur DTabernacle du Royaume el Elyon D529 NW 103th Street □Miami, 
FL 33150 D786-282-5253 ^Personal reference known for 1 year(s). 


Doctor Rimsky Denis 
Cell phone: (786) 277-8307 
Relation: Friendship 

□ 

Katiana Auguste 

Cell Phone: +1 (305) 924-6712 

Relation: Friendship/ coworker 



